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GULF of STIAWIIE'NCE 


SI' ItVFTN-i:i> BY CAPTfli.W. BAYFIELD R.N . F.A.S 


H.W. F. & C. I 1 . 1 50 l . n Springs Rise 5 tivt Neaps 3 feet . 

Cape Gaapc S.Ivxtr^ iFlower Pot Jtk) Lat .18” 45.2 W.Long. 64*. 9.26 W. 
Magnetic Variation 1884 _increasing 6 am u tally. 


mm 


N.B. The Flower Pot Rock was thpemn down by the Ice in 1844. 
and the base is mm only Lift and is awash at H.W. 

SOUNDINGS IN FATHOMS 


Cape Rozier Ligb.th.ouse N.N.W. 2 a mile. 


i3 cr\ 


lO crL 


\ 

*§f/4 


Perce A 

J, 


;i£CA&gS&j 


, Whale 


WWVmmm 

mmwmm 

WmmWinwy t- 


B^ Buoy fU 
WFlags*^ 


J/'lU 


z ^> ,cct 

%■ »0(%; f \ 

eel 


Ss 


Bluff 


Aston? 


10 jn 


J,ightal?brJ fa 




i / >; ■ ' 

'Lobster Cove I 


40 ».jii 


A K]l O r K AND B A S 1 N 

„ l 48''48. 45". V 
' I 01.28.45 W. 

High ‘Water F. ,V C- 

Springs Tides [> f^Xiaips 3 -feet. 
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PuJiliahcd according In Ad of Parliament at theHydrngra/iliir Qf/hv of HieSdndrdtyJtl’i'il K'1‘1838. .-Uditione to 1846.61 .Hoe. 63. June 6S. 
.Vo/./ by J.D.Eoltcr .l./ent for the Adtniralry iluirte 31 I'onltro Sell Kirut S! Tower Bill. 
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